Sony introduces the PVM L1 series professional 
monitors. The series consists of three models - 
a 19”, 13”, and 8” monitors (viewable areas 
measured diagonally). These cost-effective, 
entry level monitors feature resolutions of up to 
600 TV Lines and ail the functionality you expect 
from Sony Trinitron'^ professional displays. 


Sony's PVM LI Series 
Professional Video Monitors 


Key Features 


• utilize Trinitron^ CRT technology for clear and 
precise images 

• The PVM-14L1 and PVM-20L1 feature 600 TV 
lines resolution, the PVM-9L1 features 250 TV 
lines resolution 

• Beam-current feedback circuit for long-term 
stability of on-screen color reproduction 

• PVM-20L1 and PVM-14L1 models are equipped 
with a digital comb filter that enhances luminance 
/chrominance separation used to reduce cross- 
color interference and color noise 

• NTSC/PAL operation with automatic detection 

• 4:3/16:9 capable 

• Switchable color temperature 

• Easily rackmounted with optional mounting 
brackets 

• Integrated speaker to monitor audio 

• Worldwide power supply 


Key Applications 

• Excellent Entry-Level Production Monitor 

• Corporate Production, Independent Production, 
Classrooms 

• NLE Suites 






Key Competitors and Pricing 

N/A 



For further information about the PVM LI Series, please contact your Sony Account Manager WWW.SOny.COm/profeSSional 

or download a more detailed spec sheet from the Sony website. Business Solutions & Systems Company 
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